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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 080514 

40 

ORIGIN HEW-08 

INEO OCT-01 EUR-25 ADP-00 SS-15 NSC-10 SCI-06 DOTE-00 
INT-08 HUD-02 DODE-00 CEQ-02 EPA-04 EB-11 10-12 OIC-04 
CIAE-00 PM-09 INR-10 L-03 NEA-10 NSAE-00 PA-03 RSC-01 
PRS-01 GAC-01 USIA-12 TRSE-00 MBER-03 SAJ-01 COME-00 
/162 R 
66639 

DRAETED BY: DHEW/ ASH/ OIH: LVOGEL 4/27/73 
APPROVED BY: EUR/ RPM: CHSANDERS 
NIH/ NIGMS: R MELVILLE 
EUR- MR. RENDAHL 
S/S-MR. MILLER 

WHITE HOUSE: MR. HODSOLL INFO 
DHEW/ OS: DR. EGEBERG ( INFO) 

054907 

R 280100 Z APR 73 
EM SECSTATE WASHDC 
TO AMEMBASSY ROME 
INEO AMEMBASSY LONDON 
AMEMBASSY OTTAWA 
AMEMBASSY BRUSSELS 
AMEMBASSY LISBON 
AMEMBASSY PARIS 
USMISSION NATO 

UNCLAS STATE 080514 

E. O. 11652 NA 
TAGS: SENV, NATO 

SUBJ: CCMS: ADVANCED HEALTH CARE STUDY- AUTOMATION OE CLINICAL 
LABORATORIES WORKING GROUP MEETING 

UNCLASSIEIED 

UNCLASSIFIED 

PAGE 02 STATE 080514 

REE: ROME 3151 
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WOULD APPRECIATE EMBASSY' S ADVISING DR. VANZETTI THAT DR. 
ROBERT MELVILLE ARRIVING MILAN MAY 4 AT 1055 HRS VIA AL 
ITALIA 267 FROM LONDON. TITLE OE TALK EOR OPEN PROGRAM 
WILL BE " STEPS TOWARD AUTOMATION". ROGERS 



UNCLASSIFIED 

NMAFVVZCZ 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 APR 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE080514 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DREW/ ASH/ OIH: LVOGEL 4/27/73 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730454/aaaaizsg.tel 

Line Count: 68 
Locator: TEXT ON-LINE 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 73 ROME 3151 

Review Action: RELEASED, APPROVED 

Review Authority: kellerpr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 10 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10-Aug-2001 by elbezefj>; APPROVED <22-Aug-2001 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 980205 

Subject: CCMS: ADVANCED HEALTH CARE STUDY- AUTOMATION OF CLINICAL LABORATORIES WORKING GROUP MEETING 

TAGS: SENV, IT, NATO 

To: BRUSSELS 

LISBON 

LONDON 

NATO 

OTTAWA 

PARIS 

ROME 
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Type; TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 
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